TYPICAL HIGH POWERED FAN CONNECTION 
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COOLING COMPONENTS CCI 17 SERIES ELECTRIC FAN 
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This setup turns the fan on with a fan temperature sender, 
or a manual override. 
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Orangs Cooling Components PART # 
CCI 17 Series 2 speed fan D 1 O OO; ) 
Gray -low speed 


Brown - high speed DESCRIPTION: 
Black -ground 70 Amp Fan Relay 
Optionally, the gray and brown wires can be Connection Kit 


connected together to the power lead wire. 


1 The fan will now operate at high speed. 92968251 Instruction sheet rev 3.1 10/15/2015 
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COOLING COMPONENTS CCI 17 SERIES ELECTRIC FAN WITH A/C TRINARY SWITCH 


This setup turns the fan on with a fan temperature sender, a typical ground trigger 
A/C trinary switch, or a manual override switch. 
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Cooling Components 
CCI 17 Series 2 speed fan 


Gray -low speed 
Brown -high speed 
Black - ground 


Optionally, the gray and brown wires can be 
connected together to the power lead wire. 
The fan will now operate at high speed. 
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DESCRIPTION: 


70 Amp Fan Relay 
Connection Kit 
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